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EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, PL 

SUBJ: EEDREP EREQUENCY SYNTHESIZER TO POLAND - IE 1529 

1. IN DOC (73) 1092, DATED JUNE 28, GERDEL HAS RESPONDED 
TO US QUERY BASED ON REF B (SEE PARA 5, COCOM DOC (73) 

808) AS EOLLOWS: 

WITH THE SMALLEST CRYSTAL ACCURATE INCREMENT THE 
RESOLUTION IS 100 HZ. AT FREQUENCIES BELOW 100 HZ 
THE ACCURACY OF THE SYNTHESIZER IS CONSIDERABLY 
POORER. WITH FREE RUNNING OPERATION IT IS POSSIBLE 
TO SET EREQUENCIES OF 1 HZ, BUT SUCH FREQUENCIES 
ARE NO LONGER CRYSTAL ACCURATE. THEORETICALLY, 
THEREEORE, AUTHORIZATION OF THIS EXPORT WOULD BE 
POSSIBLE AS AN ADMINISTRATIVE EXCEPTION, IP ONLY 
THE TECHNICAL DATA WERE CONSIDERED. 

2. USDEL HESITANT TO MAKE JUDGEMENT CALLED FOR IN 
PARA 2, REF B, AND HENCE REQUESTS INSTRUCTION BASED 
ON POREGOING. US POSITION SHOULD BE AVAILABLE NLT 
JULY 12, AND EARLIER IE AT ALL POSSIBLE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ESTC, GW 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: elyme 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19730ECDP17955 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: RR 

Errors: N/A 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 973061 /aaaaaaoj.tel 
Line Count: 52 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24-Aug-2001 by shawdg>; APPROVED <19-0ct-2001 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FEDREP FREOUENCY SYNTHESIZER TO POLAND - IL 1 529 

TAGS: PL, COCOM 

To: SECSTATE WASHDC 

Type: TE 
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